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From: Federal Bureau of Investigation 


Subject: RE: Freedom of Information Act Request: FOIA Request 


04/15/2019 

Portal 


Thank you forcontactingfoipaquestions@fbi.gov. Please check the status of your FO I PA Request at http://vault.fbi.gov by clicking on n Check Status of Your FO l/PA Request" on 
the right side of the page, and follow the instructions below. 


Check the Status of Your FOIIPA Request 

If your FOI PA Number is [1234567-0] please enter [1234567-000] into the system. If your F0IPA Number is [1234567-1] please enter [1234567-001] into the system. If you have any 
questions a bout the status of you r FOI PA request, plea se e-m ail foipaquestions@ic.fbl.gov. 


FIND STATUS OF FOIPA- Request statuses are updated weekly 


Please enter the whole FOI PA number-Example: [1234567-000] 


FOIPA: 

Results will show the Request Number Case Type and Process Description shown below: 
FOIPA: 

1234567-000 


Case Type: 

FOIPA 

Process Description (Will display the current progress of the request) 

The FBI's FOIPA Program is searching the FBI's indices for potentially responsive documents. 

You may be contacted via formal letter for all fees and/or negotiation issues that may apply. 

NOTE: Recent requests are entered into the FOIPA data base in the order that they are received. Before you can check the status, you must have received correspondence 
assigning a FOIPA request number and the information transferred to the online database. Status information is updated weekly. Ilf a request has been closed within the last six 
months the online database will display the following: The FOIPA number entered has been closed, and appropriate correspondence has been sent to the address on file. 

Estimated Dates of Completion 

Requests are processed in the order in which they are received through our multi- track processing system. Requests are divided into two primary tracks-simple (under 50 pages 
of potentially responsive documents) and complex (over 50 pages of potentially responsive documents). Complex requests a re further divided into medium, large, and extra- 
large sub-tracks based upon request size. Simple track requests typically require the least amount of time to process. Currently, simple track cases average approximately 138 
days from the date of receipt for processing. Our complex requests in the medium processing track are currently averaging 571 days, large processing track are currently 
averaging approximately 1,289 days, and extra-large processing track are currently averaging 1,649 days for processing. 

Respectfully, 


Public Information Officer 
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